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i , The pla t-a mill Uirobblechstrasse ) hi, i-axhue tte, Urttorwell enborrt , 

■ji.s operated satisfactorily si ace its test run in July 1952 ; Th 9 
t\i t i |w?vy plrle iron 12 to lo millimeters thick from rough 

blooms of 700 to 800 kilogrr ms The rough blooms corr.e from the 
. axhuotue blooming-nil! train, Production for an eight -hour shift 
;as at first 10 metric tons; current earn city is 62 metric tons ner 
shift, . nd maxi:;:?! output r.v ounts to 11 '^ ’tric tonr per snift 


In October 1952 the operation*! production of 1,000 metric 

oons was 110 percent fulfilled. Difficulties have arisen 

:m heating the rough fcloons, since the bloom furnace ( drar.u en stoss of an) 
ct .-.axnueuc iv. s Lo service both the plate rr-il 3 and the 750 three-i.igh 
rolling rill train. The old billet furnace { Knuoppelof en ) has boen 
under repair and «as supposed Lo be put back into operation by t ie end. 
oi .952, --hen the ballet furnace is back in operation . however . Tiro* 
caret. enb of gas './ill present a further difficulty, since the capacity 
•-3d* the old nod el generators on hand is insufficient.. The 1953 invest- 
rent plan provides for the renovation of the generator installation. 


because both the 750 three*- Ugh mill and the plate mill «ro b-.r 

the sare power installation (penei n oarer '.ntriebf, it has been n^eosar* 
to run the rfUte rill only one shift ner dav, .mile the nl«V» * 

in operation, rebuilding or repairs are carried out on the three-high mill, 
-)n 7 November 1952 the first attempt was made to 

i iUi bo '.h rills u the same time by rolling sheet bsrc in the tliucl:i~h 
r;:±ll train; the results cf this experiment a ere encouraging., It was 
planned to attempt to roll profiles also,. This trial will determine 
whether a special electric power unit is to be set up for the rlrte 
mill.. The Plate mill and the three-high ?. ill train can bo driven by 
the same steam engine only if steam pressure is constant,. 


4* The situation in regard to the procurer ant of top and bottom rolls has 
improved* Two sets of rolls are on hand, and a third sot v.as being pro- 
cessed by V^B Brandenburg for delivery at the end of hover, her 3 952." 
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Sufficient middle rolls are on hand 

5 , Work began in November 1952 on the ext ension of Hall where the .furnace® 
for heating plates are located, an* m the crane runway o The hall is t® 
foe put into operation at the beginning: of the second quarter of - 1953- 

4 : Provisions are made in' the 1953 plan for investments amounting to 35$)* 00® 
DM£ for the installation of a power unit (jactor. «:ears f! rectifierf?) for 
the plate mill: 
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